DOCKETED ITEMS     105

9105230062 NRC Info Notice 91-033, "Reactor Safety Info for States During Exercises

6  Emergencies." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087.

9106100207 Discusses thermal stresses in piping connected to RCS during monitoring
of safety injection line temp in response to NRC Bulletin 88-008.
TUCKMAN.M.S. Duke Power Co. 91/05/31. Document Control Branch (Document
Control Desk). 2pp. 58052:076-58052:077.

9105300331 NRC Info Notice 91-034, "Potential Problems in Identifying Causes of
Emergency Diesel Generator Malfunctions. " Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172.

9106270007 Ack receipt of 910521 response to violation noted in insp repts 50-369/91-

07 & 50-370/91-07.

HERDT.A.R-, BELISLE.G.A. Region 2 (Post 820201). 91/06/04. TUCKMAN.M.S. Duke
Power Co. 3pp. 58222:106-58222:108.

9106040339 NRC Info Notice 91-036, "Nuclear Plant Staff Working Hours." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10.
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244.

9106270015 Forwards insp repts 50-369/91-12 & 50-370/91-12 on 910506- 10.No vio-
lations or deviations noted.

JULIAN.C.A. Region 2 (Post 820201). 91/06/12. TUCKMAN.M.S. Duke Power Co.
3pp. 58222:210-58222:218.

-9106270019 Insp repts 50-369/91-12 & 50-370/91-12 on 910506-10.No violations or
deviations noted.Major areas inspectedrplant maint - main flange bolt replacement &
retensioning of bolts & review of radiographic film for ASME code welds.
COLEY.J.L.,   BLAKE.JJ.   Region   2   (Post   820201).   91/05/28.   6pp.   58222:213-
58222:218.

R. Periodic operating reports & related correspondence

9106210138 Monthly operating repts for May 1991 for McGuire Nuclear Station.W/
910614ltr.

WILLIAMS.R.A., MOSER.S.W., TUCKMAN.M.S.  Duke Power Co. 91/05/31.  11pp.
58203:317-58203:327.

S. Reportable occurrences, LERs & related correspondence

9106100270 NPDES noncornpliance notification:on 910521,soil around Tank B.outside
fence.had gasoline odor.On 910522,soil around Tank A.inside fense.had gasoline
odor.Soil samples will be obtained within next 3 wks.

NIETERING.A. Duke Power Co. 91 /06/03. SCHIFF.A. North Carolina, State of. 6pp.
58052:055-58052:060.

9106180383 LER 91-002-00:on 910515,unit 2 turbine driven auxiliary feedwater pump
declared inoperable because of mispositioned sliding link.Caused by possible inappro-
priate action.Event reviewed w/instrument & electrical personnel.W/910614 Itr.
SIPEA, MCCONNELL.T.L Duke Power Co. 91/06/14. 10pp. 58178:148-58178:157.
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F. Security, medical, emergency & fire protection plans

9106180310 Rev 2 to Procedure LZP-1330-30, "Transfer of Wastes From HRSS Waste
Tank & Waste Sump."

*  Commonwealth Edison Co. 91/05/03. 6pp. 58171:156-58171:161.

9106100183 Rev 3 to LZP-1420-1, "Role & Staffing of On-Site Technical Support Ctr."

*  Commonwealth Edison Co. 91/05/16. 8pp. 58091:320-58091:327.

9106100458 Responds to NRC 910508 Itr re violations noted in Insp Repts 50-373/91-
05 & 50-374/91-04.Corrective actions:station fire marshall or assistant will review fire
protection designated work requests for urgency & scheduling input.
KOVACH.T.J. Commonwealth Edison Co. 91/06/07. Document Control Branch (Docu-
ment Control Desk). 9pp. 58017:254-58017:262.

P. Operating license stage documents & correspondence

9106260006 Documents change in Tech Spec audits conducted under util nuclear QA
programs.As of 910101 .nuclear quality program Instruction 4,requiring use of Tech
Spec matrix.deleted. Util adopted performance-based auditing techniques.
KOVACHJJ. Commonwealth Edison  Co.  91/05/13. DAVIS.A.B.  Region 3  (Post
820201). 2pp. 58228:267-58228:268.

9106050317 Notification of 910605 meeting w/util in Rockville.MD to discuss licensee
approach to IPE process.

ELLIOTT.R.B. Project Directorate III-2. 91/05/29. BARRETT.RJ. Project Directorate
Hl-2. 5pp. 57905:048-57905:052.

9106100018 Confirms plans for 910613 mgt meeting w/util in Morris.lL to discuss PASS
at six Comm Ed nuclear power plants & progress re radwaste issues at Dresden Nu-
clear Power Station.

GREENMAN.E.G.   Region  3   (Post  820201).   91/06/04.   REED.C.   Commonwealth
Edison Co. 2pp. 57932:033-57932:034.

9106100507 Application for amends to Licenses NPF-11 & NPF-18,providing enhance-
ments to Tech Specs which reflect improvements made to ATWS-RPT instrumenta-
tion & logic sys.

PIET.P.L. Commonwealth Edison Co. 91/06/04. Document Control Branch (Document
Control Desk). 9pp. 58051:356-57052:015.

-9106100510 Proposed Tech Specs providing enhancements for ATWS-RPT instrumen-
tation & logic sys.

*  Commonwealth Edison Co. 91/06/04. 12pp. 57052:004-57052:015.

9106100437 Suppls 901114 response to Generic Ltr 89-13 re svc water sys problems
affecting safety-related equipment.Program established to test safety-related HXs at
least once per 18 months.

TAYLOR,D.L. Commonwealth Edison Co. 91/06/07. Office of Nuclear Reactor Regu-
lation, Director (Post 870411). 6pp. 58017:265-58017:270.

9106180269 Application for amends to licenses NPF-11 & NPF-18.changes engineered
safety feature Div II 125 volt DC battery specific gravity requirements & update Tech
Spec reflecting manufacturer's recommendations for nominal specific gravity.
PIET.P.L. Commonwealth Edison Co. 91/06/12. Document Control Branch (Document
Control Desk). 7pp. 58169:291-58169:302.

-9106180273 Proposed tech specs.changing engineered safety feature Div II 125 volt
DC battery specific gravity requirements & updating Tech Spec reflecting manufactur-
er's recommendations for nominal specific gravity values for batteries.
* Commonwealth Edison Co. 91/06/12. 5pp. 58169:298-58169:302.

9106260029 Accepts util 910607 response to generic Itr 89-13, "Svc Water Sys Prob-
lems Affecting Safety-Related Equipment." Response fulfills reporting requirements of
generic Itr.

SIEGEL.B.L Project Directorate III-2. 91/06/19. KOVACH.T.J. Commonwealth Edison
Co. 2pp. 58217:212-58217:213.

Q. Inspection reports, IE Bulletins & correspondence

9105090386 NRC Info Notice 91-032, "Possible Flaws in Certain Piping Sys Fabricated
by Associated Piping & Engineering." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15.
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262.

9105230062 NRC Info Notice 91-033, "Reactor Safety Info for States During Exercises
& Emergencies." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087.

9105300331 NRC Info Notice 91-034, "Potential Problems in Identifying Causes of
Emergency Diesel Generator Malfunctions. " Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172.

9106100458 Responds to NRC 910508 Itr re violations noted in Insp Repts 50-373/91-
05 & 50-374/91-04.Corrective actions:station fire marshall or assistant will review fire
protection designated work requests for urgency & scheduling input.
KOVACH.T.J. Commonwealth Edison Co. 91/06/07. Document Control Branch (Docu-
ment Control Desk). 9pp. 58017:254-58017:262.

9106040339 NRC Info Notice 91-036, "Nuclear Plant Staff Working Hours." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10.
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244.

9106190183 Ack receipt of 910607 Itr in response to NRC 910508 Itr re notice of viola-
tion to insp repts 50-373/91-05 & 50-374/91-05.

SHAFER.W.D. Region 3 (Post 820201). 91/06/13. REED.C. Commonwealth Edison
Co. 2pp. 58143:278-58143:279.

9106190418 Forwards response to NRC 910516 Itr re violations noted in Insp Repts 50-
373/91-08 & 50-374/91-07.Corrective actions: workers involved in events counselled
on necessity to provide required info to radiation protection.

KOVACH.TJ. Commonwealth Edison Co. 91/06/14. Document Control Branch (Docu-
ment Control Desk). 4pp. 58193:314-58193:317.

9106200030 Forwards insp repts 50-373/91-09 & 50-374/91-08 on 910417-0528.Viola-
tions noted.W/o notice of violation.

GREENMAN.E.G.  Region  3   (Post  820201).   91/06/14.   REED.C.   Commonwealth
Edison Co. 3pp. 58161:132-58161:151.

-9106200034 Insp repts 50-373/91-09 & 50-374/91-08 on 910417-0528. Violations
noted.Major areas inspected:licensee action on previously identified
items,LERs.regional requests, operational safety.monthly maint & quality verification.
BURGESS.B.L Region 3 (Post 820201). 91/06/10. 17pp. 58161:135-58161:151.

9106260083 Submits util test results in response to Insp Repts 50-373/90-22 & 50-374/
90-23.

PIET.P.L. Commonwealth Edison Co. 91/06/21. Document Control Branch (Document
Control Desk). 2pp. 58224:300-58224:301.

R, Periodic operating reports & related correspondence

9106190064 Monthly operating repts for May 1991 for LaSalle County Nuclear Power
Station.W/910610ltr.

CIALKOWSKI.MJ.,  DIEDERICH.GJ.  Commonwealth  Edison  Co.  91/05/31.  28pp,
58185:245-58185:272.

S. Reportable occurrences, LERs & related correspondence

9106100224 Followup to 910502 Part 21 rept.consisting of list of customers who pur-
chased NH90 series hydramotor actuators of configuration reported in initial rept.AII
customers notified via registered mail.

EVARTS.D.P. ITT Corp. 91/05/09. Office of Nuclear Reactor Regulation, Director
(Post 870411). 2pp. 58052:091-58052:092.

9106200189 LER 91-906-00:on 910519,turbine-driven auxiliary feed pump A discharge
flow   decreased.initiating   decrease   in   reactor   water   level   &   causing   reactor
scram.Caused by control valve spontaneously closing.Valve cycled.W/910617 Itr.
VINYARD.H.T.,    DIEDERICH.G.J.    Commonwealth    Edison   Co.    91/06/17.    4pp.
58209:093-58209:096.ng repeated 6 times over 2-yr period.
